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Message Text 


UNCLASSIFIED 
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ACTION NEA-10 

INFO OCT-01 ISO-OO EB-07 PASS-00 /018W 

057637 /43 

R 181515Z DEC 76 
FM USINT BAGHDAD 
TO SECSTATE WASHDC 3927 
USDOC WASHDC 

UNCLAS BAGHDAD 1868 

E.O.l 1652: N/A 
TAGS: BEXP, IZ, BFOL 

SUBJECT: SOUND BROADCAST SYSTEM FOR CIVIL DEFENSE 

TO: CHARLES S. BANKS 
PRESIDENT 

APPLIED ELECTRO MECHANICS, INC. 

384 SOUTH PICKET STREET 
ALEXANDRIA VA 22304 
TELEX: AEM - PWER 898388 

AND TO: WILLIAM B. TAYLOR 
SUITE 202 

2021 WILSON BLVD. 

ARLINGTON VA 22201 

TELEX: 58382/58207 TELEPHONE 703-536-6908 

REFERENCE: (A) BANKS TO KILLOUGH TELEX, (B) USDOC 21372 

DIRECTOR GENERAL SHOUGA REPLIED DECEMBER 15 TO 
MESSAGE REFERENCES ASKED USINT TO RELAY. HE SAID TIME 
WAS TOO SHORT FOR PURCHASES TO BE MADE BEFORE DECEMBER 
3 1 END OF FISCAL YEAR BUT HE WANTED TO CONTINUE 
DISCUSSIONS DURING VISIT OF TAYLOR IN JANUARY/ 

FEBRUARY AND AFTER DEMONSTRATION OF EQUIPMENT WHICH 

UNCLASSIFIED 

UNCLASSIFIED 
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TAYLOR TOLD HIM IS PLANNED IN NEAR FUTURE. 

WILEY 

NOTE BY OC/T: PASSED ALEXANDRIA, VA. AND ARLINGTON VA. 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 DEC 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BAGHDA01868 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760466-0253 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 229/aaaaazbb. tel 

Line Count: 59 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 JUN 2004 by chengls>; APPROVED <27 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SOUND BROADCAST SYSTEM FOR CIVIL DEFENSE TO: CHARLES S. BANKS PRESIDENT 
TAGS: BEXP, BFOL, IZ 
To: STATE COM 
Type: TE 
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